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GAS ANALYSIS

PART i

the tip is connected with a capillary glass tube by
means of a short piece of rubber tubing (Fig. 11).

For safety's sake wire ligatures are put on at 5
and c. On breaking the tube inside the rubber at
a, the gas passes through the delivery tube and can
be collected in any desired receiver. If very strong
pressure in the tube is to be expected, the rubber

connection is surrounded with a strip of linen, and
the tube itself is wrapped in a cloth. A third ligature
put on at d makes it possible to stop the escape of
gas at any time, the rubber forming with the broken-
off glass tube a Bunsen rubber stopcock.

To extract the gases which may be present in min-
erals or stones, Ramsay and Travers recommend
that the mineral be first reduced to a fine powder

.,n
_ -_<---------_^ ,x,-sja